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STATISTICS OF WATER POWER EMPLOYED IN 
MANUFACTURING IN THE UNITED STATES. 


By Pror. Georce F. Swan. 


It may safely be said that in no eountry on the globe is 
there so large an amount of water power employed as in the 
United States of America. In no country are there so many 
large developed powers, so many large manufacturing cities 
which owe their existence to the proximity of available 
sites, so many instances of large companies developing 
power at great cost, and selling it to extensive manufactur- 
ing concerns like any other commodity. In the engineering 
problems involved in the development of large powers, as 
well as in the diverse questions relating to their manage- 
ment, this country has taken the lead. Our engineers have 
been called upon to advise in the construction of similar 
works abroad, and foreign engineers have repeatedly sought 
our shores to gain information on this particular subject. 
The water power of the country is not the least impor- 
tant of its natural resources, and its value is probably not 
realized by most of us. According to the returns of the 
Tenth Census, there were in use for manufacturing in the 
United States, in 1880, 55,404 water wheels, using a total 
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power of 1,225,379 horse-power, this being 35.93 per cent of 
the. total power employed in the country for manufacturing 
purposes. The value of water power, like that of any other 
commodity, is governed by the law of supply and demand, and 
depends upon a multitude of circumstances; but inasmuch 
as water power could not, in any part of the country, be 
replaced by steam power at a less annual expense than about 
$20 per net effective horse-power, it will certainly not be an 
exaggeration to assume that figure as the annual-valne of a 
horse-power.* On this basis, the annual value of our utilized 
water power is about twenty-four million dollars. In its 
bearing on the industrial economy of the country this figure 
would be comparable with the annual product of its mines, 
the annual cut of its forests, or the annual yield of its 
farms; with the difference, however, that this power is for 
the most part constant from year to year, and not liable to 
diminish much in time or to be reduced to nothing, as the 
output of a mine may be. If it be desired to obtain some 
idea of the actual, not the annual, value of this power, we 
may capitalize the above amount at five per cent, giving the 
sum of say five hundred million dollars. This, however, it 
must be remembered, represents only the value of the water 
power already in actual use, and does not include the enor- 
mous amount still lying idle, corresponding, in the compari- 
son we are now making, to the untold mineral wealth still 
lying undiscovered in the bosom of our mountains, or to 
the agricultural possibilities of our yet uncultivated lands. 
Unlike these cases, however, some estimate —rough, it is 
true, but yet not entirely misleading — may be made of the 
total available water power of the country. A definite 
amount of water power is generated when some definite 
quantity of water falls through some definite height. In 
the perpetual cycle of the elements the mists are raised 
from the oceans, carried over the land, and precipitated, and 
of the amount so precipitated a certain proportion flows 


* Probably $30 would be nearer the truth. 
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back to its source, while the rest is immediately disposed of 
in various ways, being finally again evaporated. The actual 
amount returned to the sea will depend first of all upon the 
rainfall, then upon the other climatic conditions, the soil, 
forests, topography, and a multitude of other circumstances, 
and may be approximately estimated by comparison with 
known data; and if in addition the average height above 
the sea of the ground from which it flows be known, we may 
easily calculate the total theoretical power which it would 
afford in its course to the sea. Such a calculation of the 
entire theoretical water power of the country has been made 
in the Introduction to the 16th volume of the reports of the 
Tenth Census. The country was divided into a number of 
sections, in each of which the rainfall, the topography, and 
the other conditions might be assumed as approximately uni- 
form, and in each of these sections the average elevation of 
the ground, and the average quantity of water returned 
annually to the sea, were carefully estimated from the best 
data obtainable; and from these results the total theoretical 
power was found to be, on the average throughout the year, 
over two hundred million horse-power, — an amount which 
it is no doubt safe to say would suffice to operate all the 
machinery on the globe. 

This, however, it must be remembered, is the theoretical 
power, and taken on the average through the year. It 
includes literally all the power developed by our streams, 
from their uttermost sources to their very mouths, and it is 
therefore easy to see that only a small proportion of this 
enormous total is commercially or even technically available, 
as may be clearly shown by a single striking example. Thus, 
the Mississippi River, in its passage from Cairo to the Gulf 
of Mexico, within which distance no development of power is 
possible, generates not less than thirteen million horse-power, 
or over six per cent of the total power just calculated; and 
when we have deducted from this total all the power techni- 
cally unavailable, either in the lower courses of the streains, 
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where they are navigable, or in their upper portions, where 
they are mere brooks, we shall have left but a very small 
fraction of the whole. Assuming that we shall have five 
per cent practically available, and reducing this still farther 
to two per cent, to allow for the variations in flow in the dif- 
ferent seasons, we obtain about four million horse-power as 
the practically available power during even the driest sea- 
sons of the year, and this corresponds to an annual value of 
eighty million dollars, or, at five per cent, to a capitalized 
value of sixteen hundred million dollars. This estimate is 
probably below the truth, but it is of course useless to 
attempt anything accurate in this direction. 

It may not be uninteresting to illustrate these figures by 
some statements which will render them more easy of com- 
prehension. The utilized water power (1,225,379 horse- 
power) is considerably greater than the total amount of 
power (both steam and water) employed in the manufacture 
of cotton goods, woolen goods, foundry and machine-shop 
products, iron and steel, and paper combined. If this power 
were employed in hauling a train of cars on a level track at 
thirty miles an hour, the train would weigh in the neighbor- 
hood of one and a half million tons, or, if made up of the 
heaviest loaded coal cars, would be about one hundred and 
sixty-five miles long, while, if made up of Pullman coaches, 
it would be five hundred miles long, 

We may also compare the annual value of our water 
power with that of our mines, with the following result : — 


Annual value of utilized water power at $20 per H. P. . . $24,000,000 
Value of pig iron produced nm 1885 . , . . . . . . - 64,700,000 
Coining value of silver produced in 1885 . . . . . . . 51,600,000 
Value of coal mined in 1885 . . + 159,000,000 


Net earnings of all the railroads in the United States in 1885, 266,488,993 


It is thus seen that our water power ranks among the more 
important products —if we may use the expression —of the 
country. 
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Let us consider now the geographical distribution of this 
water power. In Vol. II. of the reports of the Tenth Census 
may be found some maps showing very clearly the relative 

* amounts of power utilized in different portions of the coun- 
try. From them it is seen that the principal concentration 
of power is in New England and in some parts of the middle 
States. In the southern States there is rarely over three 
horse-power per square mile, and in the western States very 
little power at all. 

From statistics (see Tables VIII. and IX. in Appendix) 
taken from the Census Report, it appears that Pennsylvania 
stands first in the total amount of power used in manufac- 
tures, with 15.02 per cent of the total for the United States. 
New York is second, with 13.31 per cent; Massachusetts 
third, with 9.08 per cent; and Ohio fourth, with 7.66 per 
cent of the total. In the amount of water power used New 
York is first, with 17.90 per cent; Massachusetts second, 
with 1129 per cent; Pennsylvania third, with 9 per cent ; 
and Maine fourth, with 6.51 per cent of the total. For 
steam power we again have Pennsylvania first, with 18.40 
per cent; New York second, with 10.74 per cent; Ohio 
third, with 10.18 per cent; and Massachusetts fourth, with 
7.84 per cent of the total. 

Further, New York, which stands first in the total amount 
of water power used, stands seventh in rank as regards water 
power per square mile, showing but 4.61 horse-power per 
square mile, while Rhode Island, which stands sixteenth 

in total water power, stands first in water power per square 

mile, showing 20.50 horse-power per square mile. The 
close agreement of the figures for the same State in the 
last three columns of Table IX. is rather remarkable, the 
rank in total power, in water power, and in steam power 
being nearly the same in most cases. 

The territory of the United States may be divided into 
five sections, viz.: the northern Atlantic States, including 
all those along the Atlantic coast from Maiue to Pennsylva- 
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nia and New Jersey; the southern Atlantic States, including 
all those along the coast from Delaware, Maryland, and 
West Virginia, to Georgia and Florida; the northern cen- 
tral, or middle States, including the remaining States north ~ 
of Kentucky, Arkansas, Indian Territory, and Texas, and 
east of Montana, Wyoming, Colorado, and New Mexico; 
the southern central, or middle States, including the States 
south of the northern boundary of Kentucky, Arkansas, 
Indian Territory, and Texas; and the western States, includ- 
ing all those west of the eastern boundary of “Montana, 
Wyoming, Colorado, and New Mexico.* 

The distribution of the total steam and water power, of 
the total water power, and of the total steam power used 
in each of these five divisions is shown in the following 
table 


TABLE I. 


Percentage of 
the total 


oanenu. water power. | steam power. 


Northern Atlantic..............-- "53.05 63.62 47.13 


Southern Atilantic................ 8.63 11.88 6.80 
Northern Central.............0:: 30.16 18.67 36.60 
Southern Central................ 6.17 3.87 7.46 


From this we see that 63.62 per cent of all the utilized 
water power of the country, or nearly two-thirds, is in the 
northern Atlantic States, while the northern Atlantic and 
northern central States together include over four-fifths of 
this total. New England alone reports 34.51 per cent of the 
total water power, while all the Atlantic States together 
include 75.50 per cent, or over three-fourths. 


*This is the division followed in the report of Mr. Hollerith, from which these tables 
were taken. 
t For the amount of power in the five divisions, see Appendix, Table X. 
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The relative amounts of steam and water power in these 
sections of the country are shown in the following table : — 


TABLE II. 


Divisions. | Water Power. Steam Power. 


United 


Northern Atlantic... ............ 
Southern Atlantic 49.48 50.52 
Northern Oontral. ... .000 22.24 77.76 
Southern Central......... 


In the following table is given the power per square mile 
in each of these divisions: — 


TABLE III. 


Average Average Average 


Area in oat a water power | steam power 
Divisions. square miles. y per, square per square 
water). mi e. 


Northern Atlantic... 
Southern Atlantic... .. 268,620 1.09 0.54 
Northern Central.. .... 


* Exclusive of Indian and unorganized territory. 


The distribution of the water power over the country is 
easily explained when we come to study the various condi- 
tions upon which the existence and the availability of such 
power depends, and it may be worth our while to glance 
briefly at some of these factors. 

The larger the quantity of water, aud the larger the fall, 
the greater the power developed ; therefore, where we have 


35.93 64.07 
Western 35.33 64.67 
United States..........| *2,900,170 1.18 0.42 0.75 
6.35 
0.55 
1.06 
Seuthern Central...... * 540,385 0.39 0.09 0.30 
Weetern..... .. 1,175,550 0.06 0.02 6.04 
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the largest rivers and the steepest slopes, we shall have the 
largest powers. But a good water power, whether large or 
small, should possess certain other qualities; it should be 
permanent, it should be as nearly unvarying as possible, and 
it should be easy of utilization. In considering the facili- 
ties for water power in any region, therefore, we must first 
look at its geology, its topography, and the volume of its 
streams. Where the topography is broken and the slopes 
are large the streams will fall rapidly; and if the region is 
occupied by hard metamorphic rocks, over which the rivers 
descend, the falls will be concentrated at certain definite 
points where the streams cross the ledges of rock, and will 
be permanent; and where the volume of the streams is not 
subject to great fluctuations, but is quite uniform through- 
out the year, the power will be correspondingly constant. 
This last factor, the flow of the streams, is so important in 
the consideration of this question that we may well devote 
some space to a few facts and details which may pethaps be 
unfamiliar to those who have not had occasion to investigate 
problems of this kind. The quantity of water discharged 
by a river is derived, of. course, from the rainfall; the 
greater the rainfall the greater the discharge of the stream, 
other things equal. But other things are not equal, and the 
fact is that the absolute amount of rainfall is far from being 
the most impertant element in determining the flow. For 
instance, the way in which that rainfall is distributed 
through the year exercises a most important influence not 
only upon the total amount of -water discharged by the 
rivers, but also upon the way in which the flow varies 
through the year; and cases. are’ not wanting where in two 
different years the total rainfall upon the same drainage 
basin was almost precisely the same, and yet in one case the 
total amount discharged by the stream was double what it 
was in the other. Consider, for instance, that the rainfall 
is uniformly distributed throughout the year, the same 
amount falling in every month. Now, the flow of the streams 
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will vary from month to month, according to the various 
conditions which are at work to affect the quantity of the 
rainfall retained or evaporated. In the summer, when evapo- 
ration is most active, the water will fall very low, espe- 
cially if there are no woods to aid in the retention of the 
rain as it falls and to cause it to reach the streams gradually, 
and if there are no large lakes which serve as regulating 
reservoirs. In the winter also, if the climate is severe, and 
most of the precipitation is in the form of snow, which 
remains long upon the ground, the rivers may fall very 
low; while in the spring the melting snows cause high 
water, and perhaps destructive freshets. Such is the condi- 
tion of things in New England; and the Merrimack River, 
for which we have extended records, is often lowest in the 
months of January and February, and again in the late 
summer and autumn. But suppose now that, with the other 
conditions the same, the rainfall occurs principally in the 
summer; evidently the summer flow of the streams will be 
greater, and probably the flow more uniform throughout the 
year, while at the same time the total amount discharged 
will be less, since the greatest rainfall occurs just when 
evaporation jis going on most rapidly. Suppose again that 
the greatest rainfall (or snowfall) occurs in the winter; 
clearly the summer flow of the streams will be much 
reduced, and the flow will probably be rendered more irregu- 


lar. 
Not only the amount and distribution of the rainfall 


through the year, but a great many other factors, affect the 
discharge of streams, to discuss which would unduly extend 
the limits of this paper. It will suffice to make the follow- 
ing statement and enumeration of the main elements which 
are to be considered in examining the water power of any 
region, and in estimating its value. That water power will 
in general be the more valuable : — 

(a) The greater the slope of the streams; 

(6) The more nearly the fall of the streams is concen- 


14 American Statistical Association. 


trated at definite points, the fall at each being neither too 
great nor too small for economical development ; 

(ec) The more permanent the falls are, 7. e., the harder the 
rocks which cause them ; 

(ad) The nearer the falls are to navigable waters, and the 
better the facilities are for transportation by rail ; 

(e) The larger the average flow of the streams; 

(f) The more uniform the flow of the streams, that is,— 
to enumerate the principal factors contributing to this 
result — 

(1) The more favorable the distribution of rainfall through 
the year; 

(2) The less severe the winters ; 

» (8) The more extensive the forests ; 

(4) The larger the number and area of lakes or artificial 
reservoirs ; 

(5) The less steep and rocky the drainage basin (within 
limits) ; 

(6) The larger the drainage basin. 

Glancing over the country, and bearing these facts in 
mind, we find in New England almost the ideal condition of 
things: the streams have a large slope, with concentrated 
falls over the ledges of metamorphic rock which underlie 
the entire region, the rainfall is favorably distributed, the 
forests are extensive, the lakes large and numerous, and the 
facilities for transportation excellent. The streams are navi- 
gable for but short distances, deep water is found immedi- 
ately off the coast, and the lowest falls of the streams are 
generally at the head of navigation, and but a few miles from 


the sea. 
As we pass westward and southward into the middle 


States we find a good water-power region drained by the 
streams flowing into lake Ontario. The rocks underlying 
this region, however, are comparatively soft and disintegra- 
ble, so that the streams have gradually obliterated falls 
which once existed, until they now flow in gorges which 
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they have carved out for themselves, and the falls which 
remain are gradually receding, and in some cases have had 
to be artificially protected. The rainfall, though perceptibly 
smaller than in New England, is favorably distributed, being 
greatest in the summer and autumn, and the streams are 
well sustained in flow. The greatest power in the country, 
and probably in the world, occurs in this region,— Niagara, 
with its total of over six million horse-power from lake to 
lake, or over five times the total utilized water power of the 
country. Like the other falls in this vicinity, Niagara is 
gradually receding as the comparatively soft rocks are worn 
away by the mighty forces at work. 

Throughout the remaining region of the middle States the 
facilities for water power are not so good. The slopes of 
the streams are gradual, and abrupt falls are comparatively 
rare, owing partly to the topography and partly to the softer 
character of the rocks. The Susquehanna River, for exam- 
ple, though the largest stream on the Atlantic coast, offers 
not a single large utilized power, and but few sites where 
power would be economically available, by reason of its great 
width at the places where falls occur. As we go farther 
south we again come to a region of harder rocks, though not 
like those in New England; and the most striking differ- 
ence, topographically, between the streams of the latter 
region and those south of the Hudson and Delaware is in 
the fact that, while in New England the falls are concen- 
trated at distinct points, towards the south the slope of the 
streams, though not smaller, is nevertheless more uniform, 
and the falls occur generally.in the form of long shoals, 
which, on account of the length of canal required, and the 
great width of the rivers at these places, would in general 
be difficult to develop. There are of course exceptions to 
this statement, and numerous places may be pointed out in 
the southern Atlantic States where concentrated falls occur 
precisely as in New England, but the above is a general 
statement of the case. 
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Again, as we proceed southward from the Hudson, along 
the Atlantic coast, we find between the sea and the lowest 
falls of the streams— where they take their last plunge 
from the region of older rocks to that of comparatively 
recent formations —a gradually widening and gently slop- 
ing or almost level region. The eastern boundary of the 
older rocks is a line passing through Trenton, N. J., Port 
Deposit, Md., crossing the Potomac a little above Wash- 
ington, thence passing through Richmond, Weldon, Fayette- 
ville, Columbia, Augusta, Columbus, and Wetumpka. Be- 
tween this line and the coast the rivers are navigable, though 
much obstructed by shifting sand-bars and other obstacles, 
and flow through a low and swampy country, little inhabited, 
and of no value for power. The water-power region, then, 
is separated from the coast by from twenty-five to two hun- 
dred miles of low and swampy country, and the facilities 
for transportation by water are correspondingly less than in 
New England. 

Further, when we compare the volume of water carried by 
the streams in the middle and southern States with that 
carried by the rivers of New England, we once more find 
the former at a disadvantage. As we proceed southward, 
generally speaking, the streams become more variable, the 
freshets more violent, and the dry-season flow smaller. This 
result is due to three principal causes: first, the absence of 
lakes, for south of the Susquehanna river there is not a 
single lake in the region considered, except one or two near 
the coast; neither are there any artificial reservoirs, such as 
are so abundant in New England, and by means of which 
the low-water flow of many a small stream is doubled or 
even trebled; secondly, the topography of the country south 
of the Delaware River, and the structure of the mountain 
region, is such as would tend to cause an increased varia- 
bility of flow; and, thirdly, while the rainfall in New Eng- 
land and in parts of the middle States is distributed with a 
greater quantity in summer and autumn than in winter and 
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spring, thus giving an increased supply to meet the demands 
of evaporation during the summer months, the reverse is 
true in the States south of Pennsylvania and Maryland, 
thus tending to make the streams more variable. 

Few persons, not accustomed to deal with questions of 
this kind, have an adequate conception of the extent to 
which the régime of some of our smaller streams has been 
altered by the agency of man, or of the percentage by which 
their natural flow in dry seasons has been increased by the 
construction of artificial storage reservoirs. But our New 
England States are not wanting in striking illustrations in 
this direction, one of which is thus referred to by Prof. Por- 
ter, in his report upon the water power of the region tribu- 
tary to Long Island Sound: “The change which may be 
brought about in the flow of a stream by properly develop- 
ing the storage capacity of its basin is strikingly seen in the 
instance of the Pachaug River, a tributary of the Quenebaug, 
in southeastern Connecticut, draining about sixty square 
miles. ‘Twenty years ago the Ashland cotton mill, located 
near the mouth, contained seventy looms, but could only 
run a portion of the year, and had much trouble from lack 
of water. The stream was afterwards finely reservoired, 
however, and now the Ashland mill carries five hundred 
looms, and has not been stopped more than a day and a half 
by low water since 1865.” 

Space will not permit a more extended discussion of the 
features of these streams. We must cross the Alleghanies 
and examine the inland basin of the continent. But before 
doing so, one remark must here be made. It has been stated 
that the slope of the streams on the Atlantic slope is about 
the same from Maine to Georgia. This refers to the slope 
in their water-power portions, that is, from the point where 
they have attained sufficient volume to become sources of 
power down to the fall-line before described, or to the head 
of navigation. Table XI., which gives the slopes of streams 
in various parts of the country, will show this statement to 
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be in general true, but an exception must be made in the 
case of the streams of Maine; and this State is so remark- 
ably situated as regards water power that special attention 
should be called to it. In the first place, the large streams 
of Maine generally rise in large lakes, and their tributaries 
contribute the waters of many others; and this, in conjunc- 
tion with the favorable distribution of the rainfall, and the 
extent of the forests,—which here serve a most useful pur- 
pose not only in retaining the water and giving it out gradu- 
ally, but in holding back the snows and not allowing them 
to be melted rapidly, — operates to render the flow of the 
streams naturally more uniform, in general, than in any other 
part of the country. Further, these streams rise at a very 
considerable elevation above the sea, some of the large lakes 
of Maine lying at a greater elevation than Lake Itasca, and 
from them the rivers pour down over ledge after ledge until 
they meet the sea directly after taking their last great leap, 
instead of being separated from the ocean by several hun- 
dred miles of tortuous and shifting channel, as is the case 
in some of the southern streams. 

A striking comparison,.for instance, is that between the 
Androscoggin River and the Mississippi River. ‘The former 
has its source at an elevation of about 1500 feet above tide, 
and descends at an average rate of over eight feet per mile 
through the 180 miles of its course, giving rise to many fine 
powers. Its lowest power is but six miles from the sea, at 
the head of tide and of navigation. The Mississippi has its 
utmost source at an elevation of about 1580 feet; it descends 
about 900 feet in a distance of 530 miles to St. Paul; while 
below that its course measures nearly 2000 miles, so that its 
slope, within this distance, is only about four inches per mile. 

Crossing to the valley of the Mississippi, let us consider 
first the basin of the Ohio, which includes the greater por- — 
tion of the area east of the Great Father of Waters. The 
southern tributaries of the Ohio, as well as its two head- 
waters, the Alleghany and Monongahela, descend rapidly 
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from the elevated region where their sources lie, and soon 
reach the great central plain which stretches with a small 
and almost uniform slope westward. None of these streams 
offer great facilities for water power, nor is any appreciable 
amount utilized upon them. In their upper portions they 
are very variable in flow, and they drain a wild, inaccessible, 
and little developed region; while in their lower portions 
they are navigable for long distances. Owing to the char- 
acter of the country where they take their rise, the absence 
of lakes, and the unfavorable distribution of the rainfall, 
they are liable to sudden rises and severe droughts. What 
falls they have below their extreme headwaters are mostly 
in the shape of long shoals, as in their neighbors across the 
mountains. Thus, the principal fall on the Cumberland is 55 
feet in 8 miles, and on the Tennessee 164 feet in 36.5 miles. 

The northern tributaries of the Ohio descend with com- 
paratively small slopes from the low divide separating the 
basin of the Ohio from that of the great lakes. These 
streams, however, are more favorable for power than those 
from the south, and are already largely in use. Neverthe- 
less, none of the powers which they afford exceed about 
1000 horse-power, for the reason that the fall at command is 
nowhere very great, and the streams themselves are not 
large. Like the southern tributaries, these streams flow 
over a region of comparatively recent geological age as com- 
pared with New England, and their beds are of sand or 
gravel, with no concentrated falls. The rainfall is much 
less in summer and autumn than in winter and spring, so 
that these rivers are all very variable, besides having no 
lakes or reservoirs tributary to them which might serve to 
regulate their flow. Power is always obtained by raising the 
water by means of a dam, and it is often difficult to obtain 
a secure foundation for the structure. 

As for the Ohio itself, it is navigable from source to 
mouth, and offers not a single utilized power, although the 
power theoretically available at Louisville is very large. 
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The remarks which have been made regarding the north- 
ern tributaries of the Ohio will apply in general to the 
smaller eastern tributaries of the Mississippi, as well as to 
the streams flowing into Lake Erie, and those draining the 
peninsula of Michigan. None of them offer large powers. 
Towards the headwaters of the Mississippi, however, in the 
Northwest, the condition of things is essentially different. 
There the slope of the surface is quite rapid; either south- 
ward or toward the great lakes, the country is rough and 
broken, and is underlaid with hard metamorphic rocks. 
The streams fall rapidly, and their slopes are not uniform, 
but concentrated. The rainfall is small, varying from twenty- 
five to thirty-five inches, but is favorably distributed ; and 
the country is dotted with innumerable lakes, some of them 
of considerable size, which serve to regulate most benefici- 
ally the flow of the streams. This region is really the only 
distinctly water-power district west of the Appalachian sys- 
tem, and aside from the severity of the climate, which is an 
objection in more ways than one, it will bear favorable com- 
parison with even New England. A large amount of power is 
still unutilized in this regiqn, which, however, with the rapid 
growth of the Northwest, will no doubt be soon called into 
requisition. 

The western tributaries of the Mississippi, or more espe- 
cially of the Missouri, belong to a class of streams entirely 
different from any that have yet been considered. Stretch- 
ing from the base of the Rocky Mountains eastward to the 
Missouri, the prairies present what appears to be a gently 
rolling surface lying almost at a uniform general elevation, 
or with no decided inclination in any direction; really, how- 
ever, they have a very considerable and quite uniform slope 
of from two to six or eight feet per mile toward the east. 
They are almost entirely without woods, but covered largely 
by a rich growth of grass; and although in some places 
sandstone and limestone appear at the surface, by far the 
greater portion of the area is underlaid by a thick deposit 
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of drift or loess. The streams flow in shallow basins, with 
low divides on either side, their slopes are almost abso- 
lutely uniform, and their beds sand or mud. It is a mistake 
which is often made to suppose that the prairie streams are 
as a rule sluggish, for their average slope is often greater 
than that of the streams of New England. But the char- 
acter of the bed is such as to offer in many cases an insecure 
foundation, and very many of the dams in this region are 
built of brush, and are not over ten feet high. The uniform 
slope of the streams renders it possible to obtain a power 
in almost any region where the bed and banks will permit 
of the necessary structures, but the powers obtained are 
nowhere large. The flow of these streams is not only very 
small indeed in proportion to the area drained, on account 
of the small rainfall, the great evaporation, and the porous 
character of the soil, but it is very variable. No lakes or 
storage reservoirs are present to regulate the flow, and 
although the rainfall in spring and summer is much greater 
than in autumn and winter, most of these streams all but 
run dry at certain times of the year, even some of the larger 
ones being converted into a series of shallow pools. Thus, 
while in New England there are probably few streams which 
do not discharge annually from thirty to fifty per cent of the 
rainfall of their basins, Humphreys and Abbot give a ratio 
of but fifteen per cent for the entire Missouri River. A ref- 
erence to Table XII. will further show the extreme variabil- 
ity in the flow of these streams. 

In the mountainous regions of the Rocky Mountains the 
slope of the streams is of course large, and their beds often 
rock, but the main use of their waters here is for irrigation, 
for the wants of which there is even now not a sufficient 
supply, and it seems very unlikely that there will ever be 
any considerable utilization of water power in this region. 

The tributaries of the Mississippi from eastern Iowa have 
a much larger slope than the true prairie streams, and rock 
exposures often occur along their courses, giving rise to 
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rapids, and offering favorable sites for power. Considerable 
power is utilized here, and much more is still available, 
although none of the powers are individually large. 

The water power of the streams west of the Rocky Moun- 
tains has never been officially examined and reported upon, 
and little can here be stated regarding it. In the Rocky 
Mountain region the streams are topographically generally 
unfitted for the development of power, and in the Great 
Basin region what water. there is will probably be needed 
for irrigation. On the Pacific coast the slope of the streams 
is very large, but the exceeding variability of the rainfall, 
and its very small amount in many portions of the coast, 
render the streams very variable in flow. Only those which 
head far up in the Sierras, where they are fed by the melt- 
ing snows, are sustained in the summer time; the others run 
dry. And with the increasing practice of irrigation in Cali- 
fornia it is probable that manufacturing by water power will 
never be extensively carried on there. 

Tables XI. and XII. in the Appendix will serve to illus- 
trate the points thus far discussed; Table XI. gives the slope 
of the working portions of streams in different parts of the 
country ; and Table XII. gives some statistics regarding the 
flow of streams, showing very clearly the great differences 
between the prairie streams and those of the Atlantic slope. 

Finally, before leaving this portion of our subject, we may 
consider the larger developed and undeveloped powers of 
the country. Map No. 1 shows by circles the large powers 
of the country, both developed and undeveloped, the areas of 
the circles being roughly proportional to the amount of 
power used or available. It will be noticed that the large 
powers are all on the Atlantic slope (including the basin of 
Lake Ontario). and in the Northwest. These are the water- 
power regions of the country. The map shows clearly the 
greater concentration of fall of the streams in New Eng- 
land, the powers being large and at definite points, while the 
Chattahoochie River, for instance, is one succession of long 
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shoals with a very large aggregate amount of power, but, 
except in one or two instances, no very abrupt descent at 
any one place. It must be remembered that this map is not 
intended to show only powers technically or commercially 
available, but to illustrate the distribution over the country 
of undeveloped as well as developed powers. Thus, the 
enormous power near the mouth of the Susquehanna River, 
comprised in one long fall covering a distance of nine miles, 
is not in any way utilized, and probably will not be, on 
account of technical and commercial disadvantages and diffi- 
culties. The largest power in the country, that at Niagara 
Falls, is not shown on the map, for obvious reasons. 

The following statistics will further illustrate the distribu- 
tion of the large powers of the country :—. 

Table XIII. (in Appendix) shows that in New England 
there are five developed powers where over 10,000 horse- 
power* are used during working hours, and a total of twelve 
available powers of this magnitude, provided the water could 
be stored at night so as to be used during the day; while there 
are thirteen powers of over 2000 horse-power in use, and a 
total of thirty-eight available. The middle States, including 
Virginia, possess fifteen powers of large size, some of which, 
however, would be very difficult to develop; while the south- 
ern Atlantic States are very rich in available powers, whose 
utilization, however, would in a great many cases be too 
expensive to render the power commercially of value. The 
Northwest has some large powers, and most of them could 
easily be developed. It must not be forgotten that this table 
shows nothing of the comparative commercial availability of 
these powers, and although the southern Atlantic States offer 
a greater number of powers of over 2000 horse-power, yet 
there are not by any means as many of these available as 
there are in New England. It is to be noticed that west of 
the Alleghanies, except in the Northwest, there is not a 


*This refers to theoretical horse-power during twelve hours, in dry seasons, supposing 
that the water could be stored, and not wasted, during the other twelve hours. 
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single really large developed power, and none economically 
available. 

Those whose attention has never been particularly called 
to the subject of the development of power, and whose 
acquaintance with the subject is confined to such small 
powers as may be developed by damming some unimportant 
stream to run a grist mill or a small factory, may have a 
very imperfect conception of the magnitude of the engi- 
neering works involved in the development of a power of 
such magnitude as to be the foundation of a manufacturing 
city.. Such cases, as has been seen, are not uncommon in 
New England. At Lawrence, Mass., the Merrimack River is 
crossed by a masonry dam 900 feet long and 32 feet high, 
built in 1845-6 at a cost of $250,000. From this dam two 
canals extend down stream, one on each bank, and between 
these and the river are located the mills, occupying the 
entire river front, on the north side at least, for a distance 
of overa mile. The cost of the canal on the north side, 
5330 feet long and 100 feet wide at the upper end, was 
$250,000; and of that on the south side, 2000 feet long and 
60 feet wide, $150,000. The enormous power here gener- 
ated by the fall of about 28 feet is utilized by 22 mills of 
various kinds, but principally in the manufacture of cotton 
and woolen goods. 

At Holyoke, Mass., the Connecticut river is crossed by a 
timber dam 1017 feet long and 35 feet high. From it the 
water flows into the upper canal. There are three canals, 
at three different levels, and the water passes from canal to 
canal, through mill after mill, until it finally reaches the 
river again. The power here, aggregating over 10,000 
horse-power night and day, is utilized by 27 paper mills and 
26 other mills of various kinds. 

It is interesting to compare the conditions at Lawrence, 
Kan., with those at Lawrence, Mass. At the former place 
the fall is onethird of that at Lawrence, Mass., but the 
drainage area is over twelve times as great; yet the power 


4 
. 
4 
ks 
4 
a4 
: 


a 


q 

- 

=| 

Pall 

i 


Statistics of Water Power in the United States. 25 


available at Lawrence, Mass., is three or four times that at 
Lawrence, Kan., even supposing that the water at the latter 
place could be stored during the night. 

Let us now consider the water power of the country in 
comparison with its steam power. We have already seen 
that the water power constitutes about thirty-six per cent 
of the total power in use, and the Tables have shown 
further comparisons between the water power and the steam 
power. Map No. 2, taken from Vol. IT. of the Census Reports, 
shows the regions where there is an excess of water power 
over steam power, and, with a different shading, those where 
there is an excess of steam power over water power. It will 
be observed that New England and most of New York show 
an excess of water power; the same is true in the North- 
west, and along the Alleghanies in the southern States. In 
practically all other parts of the country, excepting a few 
patches along some good streams, there is an excess of steam 
power. Of course, in regions particularly favorable for 
water power, such as the Atlantic slope and the Northwest, 
we should naturally expect to find a large amount of utilized 
water power. In the other regions of the country, where 
the water powers are small and unreliable, steam of course 
is always preferred. In comparing these two sources of 
power, no general statement can be made as to which is pref- 
erable. It all depends upon circumstances. Neither can 
any general statement regarding the comparative cost of the 
two be made. It all depends on circumstances again. To 
say that water power is cheaper than steam power, or the 
reverse, is about like saying that coal is more expensive than 
wood as fuel. In comparing the two, however, some impor- 
tant points of difference are to be borne in mind, the most 
obvious of which is that while steam power is available 
wherever fuel can be obtained,— is mobile and independent 
of any particular location, — water power is limited to 
definite localities. Mills using steam power may there- 
fore be located in just the position most favorable to eco- 
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nomic production, and to quick disposal of the finished 
product. Leaving out of consideration for the moment the 
actual annual expense in dollars and cents of utilizing power, 
represented by the interest on the first cost of the motors and 
appurtenances, and the annual running expenses, water power 
will stand on nearly the same ground as steam power when 
it is located at points equally favorable from a commercial 
point of view; and in the case of industries which need 
large quantities of water for other purposes than power, and 
which naturally seek a location on some stream, water power 
will have somewhat the advantage. In fact, many prefer 
water power to steam, even at the same price, on account of 
the greater cleanliness and less inconvenience in its use, the 
smaller area required, its greater safety, etc. On the other 
hand, steam is often preferred as offering a steady and reli- 
able power, independent of the fluctuating state of a river, 
and not subject to interruptions from droughts or freshets. 
But, leaving this out of the question, there are clearly always 
these three factors to consider,—the actual cost of the 
power, the commercial facilities of the site, and the require- 
ments of the manufacture.. The last two, though of equal 
importance with the first, cannot be expressed in figures, and 
therefore no general statement regarding the relative value 
of the two sources of power can possibly be made. The cost of 
steam power, however, can never be reduced below a certain 
limit, representing, as has been said, the interest on first cost 
of plant, etc., and the cost of fuel, attendance, and supplies. 
Supposing that fuel costs as low as # per ton, and taking 
the case of a mill using a large amount of power, say over 
500 horse-power, the cost, under the most favorable circum- 
stances, will not be less than about $20 per net effective 
horse-power per annum. The cost of water power, as well, 
cannot be reduced below a certain limit, representing the 
interest on first cost, and the annual expense of operation, 
but this limit is much lower than the above, being perhaps 
$10 per net effective horse-power per annum, for @ case 
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not the most favorable which could be supposed. If now 
a very easily available water power exists at a point commer- 
cially favorable, and if it is utilized in a kind of manufact- 
ure which would of necessity be located on some stream of 
like nature, the cost of the water power will be very much 
less than that of steam power. Of course, there are water 
powers, not very far from Boston, to develop which would be 
so expensive that the cost of the water power would be 
double or treble what steam power would cost on the same 
spot. There are others which would cost scarcely anything 
to develop, but which are located in inaccessible regions, and 
are therefore not commercially favorable, unless some manu- 
facture exists which must needs be located in just that spot, 
in which case water power would be much cheaper for it 
than steam. Convenient facilities for transportation consti- 
tute, in general, the most important factor affecting the 
commercial value of a water power, and many such powers 
which are technically all that could be desired, are rendered 
almost valueless by the lack of this element, unless the raw 
material is produced and the finished product disposed of 
in the immediate vicinity. So there are water powers and 
water powers, and to make a comparison between the cost 
of water power and that of steam power at any one place, 
and to imagine that the result has any general value, seems 
about like comparing the cost of coal and wood as fuel in 
Boston, with the idea that the results will apply the world 
over, and for every kind of manufacture. 

These considerations may be illustrated by means of Table 
IV. which gives the distribution of power among the more 
important industries, and the proportion of water power and 
steam power used by each. 

The table shows that of the selected industries the largest 
proportion of water power, 70.70 per cent, is found in the 
case of paper mills. These mills require large quantities of 
clear water for purposes of their manufacture, and would 
naturally be located on some stream, so that the larger pro- 


| 
= 
‘ 


104400 [ejoeds pus oyyoeds Buypunjouy 


“syonpoid doys-ouryovar Arpuno,y 


uy samod 
18303 JO Jog 


8 


“AI ATAVL 


28 

sz | #8 

st | | 

: 

| 

| 

BES 

3 | iass 

: 

il 

& 


Statistics of Water Power in the United States. 29 


portion of water power is easily explained. Again, of the 
total power used in flour and grist mills, about 61 per cent 
is water power. This finds its explanation in the fact that 
the majority of these mills are small, and for local use only ; 
the raw material and the finished product are respectively 
produced and consumed in the immediate neighborhood, and 
convenience of transportation enters little into the ques- 
tion ; so that water power, on account of its intrinsic cheap- 
ness, is preferred. In the manufacture of cotton and woolen 
goods one-half the total power is water power, and in the 
case of worsted goods the proportion of water power is still 
above the average for the entire country. On the other 
hand, the proportion of water power employed in the manu- 
facture of boots and shoes, and of iron and steel, is very 
insignificant. In the former case this is explained by the 
very small amount of power used per establishment, the 
small use of water for purposes of manufacture, and the 
almost forced location in certain places; and in the case of 
iron and steel, questions of location and ease of transportation 
explain the small proportion of water power. In fact, if we 
compare the proportion of water power in the manufacture 
of iron and steel with that in foundry and machine-shop prod- 
ucts,— where it is used in smaller and niore local establish- 
ments,— we find a much larger proportion in the latter case. 

The investigations of the Tenth Census give very ex- 
tended results as to the price charged for water power 
by companies in various parts of the country, and it is in- 
teresting here to make some comparisons of the actual cost 
of water and steam power, leaving out of consideration gen- 
eral questions of location and of particular conditions of 
manufacture, which, as we have said, cannot be expressed in 
figures. We shall then be enabled to judge whether, as a fact, 
water power, as actually used, is more expensive or less 
expensive than steam power. It will first be necessary to 
make an estimate of the cost of steam power. Now, this is 
of course dependent upon a number of considerations, such 
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as whether steam has to be used under any circumstances 
as a means of heating. or in other ways (in which case the 
exhaust steam can be used for these purposes, and a portion 
of the cost of the plant as well as of the cost of mainten- 
ance should not be charged to the power account) ; also 
upon the cost of fuel, which is itself dependent upon the 
location and the means of transportation. As a basis for our 
calculations, we will take the following data:* we suppose 
a large amount of power required, say 1000 horse-power, 
we assume the coal to cost $4.80 per long ton, and we assume 
that the consumption of coal is 2 or 2.5 pounds per indi- 
cated horse-power per hour. Large compound engines, 
under favorable circumstances, have been found to give one 
horse-power to from 14 to 1} pounds of coal, but it may 
safely be said that the ordinary steam engines found in mills 
are not giving a figure as low as this, any more than that 
the ordinary turbine wheels in use give an efficiency of 85 
per cent because certain forms of wheel have given that per- 
centage under favorable tests. The larger the amount of 
power used, and the more constant the service, the smaller 
will be the cost per horse-power. Large engines can be run 
with a much smaller consumption of fuel, per horse-power, 
than small ones, and the total cost of attendance increases 
in a much smaller ratio than the amount of power used. 
While large compound condensing engines may be run at an 
expenditure of 14 pounds of coal per indicated horse-power 
per hour, small non-condensing engines frequently use 4 or 5 
pounds, or even more. And it maybe remarked here that, 
while steam power costs much more in small than in large 
quantities, the reverse is frequently the case with water 
power, so that to compare the cost of large quantities of 
power is — so far as concerns the ordinary conditions through- 


* The principal data for this estimate are taken from a valuable paper by Mr. Charles'T. 
Main, Superintendent of the Lower Pacific Mills, in Lawrence, on the Relative Cost of 
Steam and Water Power. The estimates have here been made in precisely the manner 
indicated by Mr. Main, using, however, in some cases, figures which appear to the writer 
to be more in accordance with the conditions generally existing. - 
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out the country— much more unfavorable toe water power 
than would be the comparison of the cost of small quantities. 

Taking the frictional resistance of engine and gearing at 
12 per cent, we then have the consumption of coal as 2.27 or 
2.84 pounds of coal per net effective horse-power per hour, 
which, at 10} hours a day equals 23.27 or 2911 pounds per 
day. The cost of attendance and supplies will be about 
#0.018 per horse-power per day, or $5.56 per horse-power per 
annum. Let us now distinguish three cases, as follows : — 

Case I.— No steam required for any purpose except for 
running the engine. (2 pounds of coal per indicated horse- 
power per hour.) 

Case II.—Ordinary cotton mill. Steam used for running en- 
gine, for heating mills from Nov. 1 to April 1, or five months, 
and steam used throughout the entire year for slashers. (2.5 
pounds of coal per indicated horse-power per hour.) 

Case III.— Woolen or worsted mill, with dye house. 
Steam used all the year for dyeing whole production, and 
for wool washing and dressing. Steam used for five months 
for warming buildings. (2.5 pounds of coal per indicated 
horse-power per hour.) 

Omitting the details of the calculations, we shall then 
have the results given in the following table: — 


TABLE V. 


Showing cost of steam power under various conditions, per net effective horse-power, per 
annum, for large powers. 


|Cage IT./Case III 


* For price or consumption of coal different from those assumed, this figure will be varied 
in proportion. 


y 
Case I ; 
§|.8 | 
Attendance and Supplies | $5.56 | $5.56 | $5.56 
Taxation, Interest and Depreciation, Repairs, Insurance, etc,..| 11.82 9.86 8.61 
Total Es | $31.19 | $27.73 | $20.97 
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This calculation is made for a power of 1000 horse-power. 
For smaller powers the cost per horse-power would be con- 
siderably greater. 

The first cost of a large water-power plant, where the water 
is delivered in the canal by a water-power company, will 
be approximately $55 per net effective horse-power for 
large powers of from 800 to 1000 horse-power. This gives, 
for taxation, repairs, depreciation, interest, and insurance, 
an annual cost of about $6.70 per net effective horse-power. 
Attendance and supplies will amount to about $0.77. But 
allowing for the fact that the capacity of the plant, in order 
to furnish the necessary quantity of power at all ordinary 
stages of the water, must be greater than necessary to fur- 
nish the same amount when the head is greatest, we shall 
assume the total annual cost of the plant per net effective 
horse-power at $9. This, I think, will be found suffi- 
cient in the majority of actual cases. The total annual 
cost of the water power will be this amount added to what 
is paid for the water used. It remains to give the cost of 
the water furnished by the various companies selling water 
in this country, and for that purpose the following table has 
been compiled: — 
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TABLE VI. Cost of water power.* 


Place, and conditions. 


Total cost of 
per N. E. H. P. per 
annum. 


Somme, Mass., for power originally granted... 
surplus up to 20% 
“ 
“ 


“ for permanent leases at present.. 


for original leases............ 
“ surplus up to 40%. 


“ “ 

50-60% 

during “‘ backwater’’ .. 
Manchester, N. H., for surplus power 
Saco and Biddeford, Me., for surplus power 
Lewiston, Me., ordinary leases 
Windsor Locks, Conn. (according to fall). 
Holyoke, Mass 
‘Turner’s Falls, Mass. 
Bellows Falls, Vt 
Unionville, Conn. 


12.00 to 24.00 
19.00 
13.50 to 16.10 


11.00 to 14.00 
29.00 


* Efficiency of wheel assumed at 80 per cent. 


This is high, as an average, for actual 
wheels, but or a different per cent the cost can easily be calculated, being inversely as the 
ency. 


Cost of water per E 
annum. 
$15.00 $24.00 
20.61 29.61 
41.22 50.22 
= 20.61 29,61 . \ 
| 20.00 29.00 
25.75 34,75 
51.50 60.50 
103.00 112,00 
5.15 14,15 : 
25.75 34.75 
15.45 24.45 
2.50 to 12.50 11,50 to 21.50 
18.00 to 27.00 27.00 to 36.00 
12.87 21.87 
7.50 16.50 
7.50 16.50 
16.20 25.20 
Birmingham, Conn., “ permanent water.”’....... 27.00 36.00 
Ansonia, Conn., “‘ permanent water.”’............ 28.50 37.50 
ad 9.35 to 12.50 18.35 to 21.50 
“ “ privilege) Ist class. ......... 9.30 to 11.30 18.30 to 20.30 
ad bad bad 2nd and 3rd class... 4.70 to 5.65 13.70 to 14.65 
Rochester, N. Y. (at one privilege)................ 25.00 34.00 
Laokport, N. 12.00 to 15.90 21.00 to 24.90 
Niagara Falls, N.Y. 10.00 19.00 
“ 7.00 16.00 
47.50 56.50 
53.50 to 71.00 62.50 to 80.00 
Fredericksburg, Va. 5.00 to 15.00 14.00 to 24.00 
vc 42.00 to 60.00 51.00 to 69.00 
27.30 to 62.90 36.30 to 71.90 
Dayton View, Ohio. .........+.seeseeeeeeeeeeeceee 52.00 61.00 ‘ 
43.00 52.00 
bad “ (from M. and E. Canal)............. 35.30 to 40.00 44.30 to 49.00 £ 
Appleton, Wis. (with land), 500-1000 H. P........ 1.00 to 2.00 10.00 to 11.00 
bd be ad 100-300 H. P.......... 3.00 to 4.00 12.00 to 13.00 
“ “ 2.00 to 3.00 11.00 to 12.00 
Kaukauna, Wis. « 100-300 H. P.......... 2.00 to 5.00 
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From this table it will be seen that the cost of water 
power varies from $11 or $12 per net effective horse-power 
in the Northwest to from $60 to $80 in New Jersey. That 
water power is used in New Jersey at these rates, and that 
it is sometimes used in New England when it costs more than 
steam, seems to argue that its other advantages—such as 
greater cleanliness, less annoyance, and less area required — 
have a very considerable money value. The price of coal in 
Paterson, N. J., is less than in Lowell, Mass., yet all the 
available water power at the former place is eagerly utilized 
at a price of about $60 per horse-power, or, let us say, at 
double what steam power would cost. 

The conclusion to which I therefore think we must be led 
in this matter is this: that if it is simply a question of 
power, without reference to anything else, water power is 
cheaper, far cheaper. If aman wishes simply to develop 100 
or 1000 horse-power, regardless uf anything else, he could 
certainly do it more cheaply by going to some water power 
than by putting up a steam plant. But when other factors 
are taken into consideration, as they always must be, cir- 
cumstances differ, though there is no doubt that at favorably 
located sites water power is produced more cheaply than 
steam power would be. It is not to be forgotten that the 
figures above given refer to power sold by water-power com- 
panies whose principal object is not to furnish power as 
cheaply as it can be furnished but to make money for them- 
selves, and who consequently charge as high a price as they 
can get for their goods. Water power competes with steam 
power on the same basis on which Wamsutta cottons com- 
pete with New York Mills cottons in our markets. In places, 
like Lowell and Lawrence, where steam and water power 
are both easily obtained, we should not expect to find any 
very great difference in the price of the two. Remember- 
ing that, other things equal, water power is considered to 
have some advantages over steam power, if its cost is a little 
higher than that of steam, it does not follow that it cannot 
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be produced even more cheaply than steam, and still yield a 
fair profit to its owner; while, if its cost is less than that of 
steam, it is almost conclusive proof that it is produced more 
cheaply. 

Finally, in closing this paper, it may be well to glance for 
a moment at the changes in the utilized power of the coun- 
try which have taken place since 1870. 

The following table shows the total steam and water 
power in use in 1870 and 1880: — 


TABLE VII. 
WATER POWER. STEAM POWER. 
Numbe Horse || Number Horse /Total steam 
fwater| Horse | power Horse power 
of water power. . of steam power. |per steam and water 
wheels. wheel, || engines. engine. ||Power (h.p). 
1880....| 55,404 1,225,379 22.12 56,483 2,185,458 38.69 3,410,837 
1870....| 51,018 1,130,431 22.16 40,191 1,215,711 30.25 2,346,142 
Percent- 
increase. 


From this we see that the total amount of power used in 
manufactures, both steam and water, increased 1,064,695 
horse-power during the decade. Of this total increase, 
94,948 horse-power, or 8.92 per cent, was due to the increase 
in the amount of water power used, while 969,747 horse- 
power, or 91.08 per cent, was due to the increase in the 
amount of steam power used. The average power of the 
water wheels slightly diminished, probably on account of 
the introduction of various forms of small hydraulic motors 
for light work. 

It is evident that the steam power increased within the 
decade very much more rapidly than the water power. In 
1870 the proportion of water power in the entire country 
was 48.18 per cent, while in 1880 it was 35.93 per cent. The 
proportion of water power decreased in every state and ter- 


| | | | " 


86 American Statistical Association. 


ritory excepting Arizona, Dakota, Idaho, Iowa, Kansas, Lou- 
isiana, Montana, and Nebraska. According to the census 
tables, there has in every State and territory been an increase 
in the actual amount of steam power used, while there has 
been a decrease in the actual amount of water power used 
in California, the District of Columbia, Indiana, Louisiana, 
Maryland, Michigan, Nevada, Ohio, Pennsylvania, Tennes- 
see, Virginia, Washington, and West Virginia. Still, since 
these figures represent the power used in manufactures 
alone, the total power in use may nevertheless have been 
increased in some of these States. The actual as well as the 
proportional decrease may possibly be explained in part by 
the rapid cutting down of our forests, and the consequent 
abandoning, in some regions, of saw mills which existed 
in 1870, but principally by the fact that, in these days of 
sharp competition, location and commercial facilities of every 
kind are of far more importance than a few dollars more or 
less expended for power; while the advantages of a fixed 
and steady power afforded by a steam engine over the uncer- 
tain and fluctuating power furnished by a natural stream 
are becoming more and more recognized. No doubt the 
proportion of steam power will continue to increase, yet we 
_ shall see new water powers developed and eagerly used as 
soon as increased transportation facilities render them able 
commercially to compete with more central localities. 

Finally, I must observe that the maps and tables accom- 
panying this paper, having been based upon the information 
given in the Census Reports already published, are incom-. 
plete as far as concerns the main stream of the Mississippi, 
and its tributaries above the Ohio, and also the gulf streams 
of Mississippi and Louisiana, the reports covering them not 
having yet appeared. 
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TABLE IX. 
steam power per 


The total power, the water power, and the 
and Territory, with the rank = each in regard to amount of 
and steam power per square 


States and Territories. 


Total steam and 
water power per 
square mile. 


Water power per 
square 


Rank in total power 


per square mile. 


per square 


Rank in water 


Rank in steam 
per square 


Kentucky....... 


Minnesota. ...... 


Mississippi............ 


Nevada .. 
New Hampshire 


New 


Pennsylvania .. 
Rhode Island.... 
South Carolina. 


Sq. miles. 
51,540 
112,920 
53,045 
155,980 
103,645 


4,845 
147,700 
1,960 
60 


a4 


ER 


* Less than 0.005 horse power per square mile. 


core mare mile in each State 
a Bs | Es 
i | 
H. P. || H.P.| H. P. 
Alabama || 0.54 0.23 | 0.31 
| 0.30 0.04 0.26 
0.21 0.03 | 0.18 
Colorado 6.06 0.02 | 0.04 
Connecticut. 24.40 || 12.63 | 11.77 
0.02 0.01 | 0.01 
om 7.87 2.44 5.43 
a District of Columbia.... 52.38 14.67 | 37.72 
64,240 0.13 0.02 | 0.11 
58,980 0.87 0.51 | 0.36 
56,000 2.58 || 0.31 | 227 
0.98 0.39 | 0.61 22 
81,700 || 0.26 || 0.09 | 0.16 33 
....| 40,000 1.37 0.23 | 1.15 16 
Louisiana ...............| 45,420 0.25 0.25 31 
3.36 2.67 | 0.69 21 
9,860 || 5.20 || 1.83 | 3.37 10 
Massachusetts ........... 8,040 38.53 17.21 21.32 3 
Michigan 57,430 || 2.87 || 0.60 | 2.27 13 
0.68 0.36 | 0.32 26 
EE ............| 46,340 || 040 || 0.07 | 0.32 27 
68,735 1.17 0.12 | 1.06 19 
Montana 145,310 0.01 | * 46 
....| 76,185 0.11 0.07 | 0.04 39 
9.74 7.68 | 2.06 14 
7,455 || 13.39 3.63 9.76 
a New Mexico.............| 122,460 0.01 0.01 . 
g North Carolina..........| 48,580 0.93 0.62° 0.31 
6.41 0.95 | 5.46 
94,560 0.14 0.10 | 0.05 
44,986 |] 11.39 2.45 | 8.96 
1,085 || 58.59 || 20.50 | 38.10 
0.86 0.46 | 0.40 
Tennessee................| 41,750 1,24 0.44 0.80 
0.12 0.01 | 0.11 
0.06 0.04 | 0.01 
9,135 6.93 5.72 1.21 
40,195 1.42 0.93 | 0.49 
e. Washington.............| 66,880 0.07 0.02 | 0.05 
Be West Virginia...........| 24,645 1.54 0.38 | 1.15 
i Wisconsin...............| 54,450 1.95 0.83 | 1.12 | 
‘ 97,575 0.01 0.01 
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TABLE X. 
Distribution of power in different sections of the United States. 


Total steam and 
water power. Water power. Steam power. 


Horse-Power. Horse- Power. Horse-Power. 
3,410,837 1,225,379 


1,809,515 779,595 
294,186 145,568 
1,028,680 228,770 
210,520 47,444 
67,936 24,002 


TABLE XI. 
Slope of streams flowing into the Atlantic and the Eastern Gulf. 


Cumberland, Maryland.... 
Clifton Forge, Virginia.... 
--|Danbury ford (on the Dan 


Old Fort, North Carolina. . 
Green river (on Broad river) 


Divisions. 
Northern Atlantic.......... 1,029,920 
Southern Atilantic.......... 148 618 
Northern Central.......... 799,910 : 
Southern Central........... 163,076 : 
E 
| Slope 
Stream. From — To— Distance.| Fall.| per 
mile. 
Miles. | Feet. | Feet. 
Saint Croix ........|Chiputneticook lake......../Tide............ 55 383 | 7.0 
© 173 1,509 | 8.7 
Kennebec..........|Moosehead 112 1,023 | a1 
Androscoggin. .....|Rangeley 180 | 8.4 
New Hampshire..| “ ........... 73 412 5.6 
Merrimack.........|Lake Winnipiseogee........) 124 500 | 
Connecticut ........| West Stewartstown........) 294 1,035 | 3.5 
Hudson ............|North River village........| 102.5 | 1,039 | 10.1 
Mohawk...........-|Rome, New York...........|Mouth.......... 115 418 | 3.6 
Delaware...........| Deposit, New York.........|Tide............ 212 984 | 4.6 
Potomac..,......- 185 610 | 3.3 
Roanoke. ........ Head of naviga- 
cece 208 651 | 3.1 
Cape Fear .........|Haw river (on Haw river)..|Footof Smiley's 
Yadkin ............|Patterson, North Carolina..|Fall-line........ 241 1,145 i 
Congaree .........- 143 629 
Oconee.............|Near Lula, Georgia........ 145 984 
Chattahoochee .....|Near Gainesville, Georgia..  essees 215 751 
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TABLE XIII. 


Developed and Undeveloped Powers in the United States in 1880. 


H.P. refers to theoretical horse-power during twelve hours, in dry seasons, supposing that 
the water could be stored, and not wasted, during the other twelve hours. 


Number of devel- 
oped powers, util- 
izing in 1880. 


“aie of unde- 
velo owers, 
with an 


Total number of 
powers, with an 
available power of 


Over 
5,000 


H.P. 


Over 
2 


H.P. 


Over |.Over Over 
0,000 2.000 


| 5,000 
H.P. | H.P.| H.P. 


New Jersey, or between 
New Jersey and Penn- 
sylvania..... 

Pennsylvania. 

Between Maryland and 


North Carolina.............. 
South Carolina. 


Between South Carolina 
and Georgia...........++ 
Alabama....... 
Kentucky. 


H.P. 
0 
3 
0 
2 
9 
2 
7 
2 
2 
4 
1 
6 

13 
31 
4 
26 
1 
3 


New England.. 

Middle States........... 
Southern Atlantic States .... 
Northwest....... 


44 
| 
ale 
| Over | Over | Over 
Massachusetts . 4 4] 0 0 4 
New Hampshire............ 1 if 1 5 
Al 1 0 0 1 
Between New Hampshire 
0 0 0 2 2 
and Vermont.........+++ 
0 1 0 1 | 2 
3| 8s] 2] 4 | 12 
o| 1f of 2 4 
te 
| afl 
2 | 
West Virginia. 1 
— 
> 
10 | 16 | 12 
13 | 16 | 15 
19 | 80 | 13 
11 | 15 | 12 
4 
4 
ad 
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Of the former publications of the American Statistical Association 
several are now out of print; the following, however, can be supplied 
upon application. 


Collections of the American Statistical Association, 
Vol. I. (Parts I-III.) By Rev. Josern B. Fert, LL.D. Boston, 
1847. Pp. 596. Price $5.00. 


Contents: Statistics of Towns in Massachusetts. 

Heights, Latitudes and Longitudes of Eminences in Massa- 
chusetts above the Level of the Sea. 

Latitudes and Longitudes of Objects whose Positions have 
been determined by Secondary Triangles. 

Latitudes and Longitudes of Light-Houses in Massachu- 
setts. 

Statistics of Population in Massachusetts. 

Statistics of Taxation in Massachusetts, including Valua- 
tion and Population. 


History of the Progress and Pcpulation of the United 
States. From 1790 to 1870. By Epwakrp Jarvis, M.D. 


Boston, 1877. Pp. 16. Price 25 cents. 
(This paper was originally printed in the volume of the Transactions of the Eighth 
International Statistical Congress, in 1872.) 


Financial Connection of the Use of Spirits and Wine 
with the People of Concord, Massachusetts. By 
Epwarp Jarvis, M.D. (Read before the Association, Oct. 20, 
1882.) Boston, 1883. Price 25 cents. 

Boston's Trade and Commerce for Forty Years, 1844 
to 1884. By Hamitron Anprews Hii, A.M. Boston, 1884. 
Pp. 20. Price 25 cents. 


Memorial of Edward Jarvis, M.D. By Rozserr W. Woon, 
M.D. Boston, 1885. Pp. 24. Price 25 cents. 


Address DAVIS R. DEWEY, Secretary, 
Institute of Technology, Boston, Mass. 
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FUTURE PUBLICATION S 


OF THE 


AMERICAN STATISTICAL ASSOCIATION. 


Beginning with the year 1888, the Association will issue at least 
four publications annually. These will be sent to members of the 
Association on payment of the annual assessment of two dollars. 
Copies can also be purchased upon remittance of the advertised prices. 


The following papers will appear in succeeding numbers of the 
Publications of the Association : — 


Cost of Wheat Production. By Epwarp Arkxinson, A. M. 


Key to the Publications of the United States Census, 
1790--1887: with Occasional References to Other 
Statistical Works. By Epwarp Ciark Lunt, A.M. 

Park Areas and Open-Air Spaces in American Cities. 
By E. R. L. Goutp, Pu. D., Expert U. S. Bureau of Labor. 


Statistics of Public Lands of the United States. By 
ALBERT BusHNELL Hart, Ph.I)., Harvard University. 


Religious Statistics of the United States. By Rev. 
ANIEL DorcuestTER, D.D. 


Life Insurance in the United States. By Watrer C. 
Wraicart, Esa. 


AMERICAN STATISTICAL LIBRARY. 


The American Statistical Association possesses a Statistical Libra- 
ry, the result of forty years’ collection, which is designed as a deposi- 
tory for statistical works of every nature. This embraces not only 
the publications of the United States, but also many valuable reports 
issued by Statistical Bureaus of foreign countries. It also includes 
the very valuable statistical library collected by the former President, 
Dr. Jarvis, and bequeathed to the Association upon his death, in 
1884. It is believed that the collection and preservation of reports 
which admit of a classification according to statistical groupings, will 
be of great public service, and the Association therefore earnestly re- 
quests a generous co-operation in still further enlarging the library i in 
such directions. — 

Reports of vital and social statistics, census documents, municipal 
reports, documents relating to public works, reports of trade, com- 
merce, taxation, finance, insurance, industry, labor, health, crime, 
education, and religion, are especially desired. 


For further information address 


DAVIS R. DEWEY, Secretary, 
Institute of Technology, Boston. 
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